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SUMMARY 



Meteorological satellites collect infrared data and video pictures of the 
earth’ s cloud cover and store it on board for transmission while in the vi- 
cinity of a ground station. The most economical and efficient method of data 
storage is achieved through the use of an on-board magnetic tape recorder, 
and continuous-loop magnetic tape cartridges. Advantages of this combination 
are that the most recent data always transmitted to the ground stations and 
multiple interrogations are possible. A satellite tape recorder is subjected 
to a severe environment during its lifetime, and its mechanical design must 
be adequate to withstand this environment. It also must have a sophisticated 
electrical design which will serve the data storage requirements of a mete- 
orological satellite. 


This paper describes the recorder design concepts and products evolved, 
and their utilization in meteorological satellites. 
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SURVEY OF CONTINUOUS-LOOP 
MAGNETIC TAPE RECORDERS DEVELOPED 
FOR METEOROLOGICAL SATELLITES 

by 

Kenneth W. Stark and 
Arthur F. White, Jr. 

Goddard Space Flight Center 


INTRODUCTION 

Meteorological satellites collect infrared data and video pictures of the earth's cloud cover 
and store it on board for transmission while in the vicinity of a ground station. The most eco- 
nomical and efficient method of data storage is through the use of an on-board magnetic tape re- 
corder, with a continuous- loop magnetic tape cartridge. Advantages of this combination are that 
the most recent data are always transmitted to the ground station, and that multiple interrogations 
are possible. 

A satellite tape recorder is subjected to a severe environment during its lifetime, and it re- 
quires a mechanical design which will withstand the rigors it will be subjected to. It must also 
have a sophisticated electrical design which will serve the data storage requirements of a mete- 
orological satellite. This paper will trace the development of the continuous-loop magnetic tape 
recorder from its inception in 1956 as a part of the Vanguard program, to its use in the Tiros and 
Nimbus meteorological satellite programs; and it will outline projected lines of development of 
present design concepts. 

The continuous-loop recorder has several advantages over other types of magnetic tape re- 
corders, and among these are: (1) the single tape reel provides compact storage; (2) reversal 
mechanisms are not required for record and playback functions; (3) the tape can drive beyond one 
pass without requiring safety cutoff devices for the motors; and (4) momentum compensation is 
simple when required. It also has two main disadvantages: (1) frictional wear on the tape sur- 
faces within the pack during operation, and (2) snubbing devices are necessary to maintain stability 
in tape packs of 1200 feet or more, during vibration testing and during the launch environment. 

Designing, fabricating, and testing magnetic tape recorders for satellite applications is unique. 

Satellite recorders must operate and perform under unattended conditions in a spacecraft and 
periodic maintenance is impossible. Once the recorder is in orbit magnetic heads and tape can- 
not be cleaned, bearings cannot be relubricated or replaced, and components cannot be adjusted 
or changed. Thus, it becomes necessary to design the recorder to survive the launch and space 
environment and then to perform satisfactorily without maintenance. 
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The result is a rigorous test program which qualifies the design and workmanship on a pro- 
totype and on flight models. The program includes random and sinusoidal vibration tests to sim- 
ulate the rocket launch phase, vacuum and thermal tests for the orbit environment, humidity tests 
for storage and transportation conditions before launch operational and life performance tests to 
ensure a maintenance -free capability, and electro- mechanical interface checkouts. Finally, the 
design must consider the effects resulting from its integration with the spacecraft system. 

During the launch phase, the combination of steady state acceleration, sinusoidal vibrations, 
and random vibrations, is transmitted from the rocket to the satellite and subsequently to the re- 
corder. These vibrations are the result of rapid changes in vehicle behavior due to fuel consump- 
tion, attitude correction maneuvers, engine pulsation, erratic burning of fuel and acoustical noise. 

Of extreme importance is consideration of magnification factors of vibration during resonant 
modes. In orbit it must perform satisfactorily under zero gravity and wide temperature changes 
as the satellite passes from the sunlit to the dark portion of the orbit. 

To eliminate space vacuum effects on bearings, rotating parts, and dynamic surface contacts, 
the recorders are pressure sealed. The effects of thermal radiation and heat transfer in a vacuum 
must also be considered in the design. 

A satellite orbit is a function of vehicle thrust and total vehicle weight and payload. In the 
earlier meteorological programs, it was necessary as a result to design each component with 
strong emphasis on minimum weight with the least sacrifice in performance and reliability. 

Power consumption has always been a significant factor in spacecraft electronics design. 

Power availability is determined by the batteries and solar cells contained on the spacecraft. 
Although the total number of systems flown on a single spacecraft has increased, the unit power 
availability is now greater and has alleviated what were once stringent power constraints on 
recorders. 

THE VANGUARD RECORDER 

The design and development of continuous loop recorders for meteorological satellites origi- 
nated in the Vanguard II program, part of the United States 1 space program for the International 
Geophysical Year. The Vanguard II was a 21 inch diameter satellite (Figure 1), designed to contain 
an infra-red system for observing the cloud cover of the earth. The design of such an IR system 
was a challenging task when initiated in 1956. The objective was a total satellite weight of less 
than 21 pounds, consisting of approximately 7 pounds of batteries, 8 pounds of structure and 
sensors and 6 pounds of electronics. An endless-loop recorder was required which could store 
50 minutes of data, reproduce it in 1 minute, survive the vehicle steady state accelerations and 
vibrations during launch, be designed for minimum power and weight, and survive the tempera- 
ture variations in outer space. 

There was at that time no experience in industry or government, in the design of endless- 
loop recorders to survive the various rocket launch and orbital environments. In addition, 


2 


no established testing procedures existed 
for evaluation of equipment performance 
during launch conditions. As a result of 
this, there were no established design tech- 
niques such that satellite tape recorders would 
withstand the random vibrations which they 
would probably be subjected to. Therefore 
testing of units was rigorous and empirical. 
Success could only be assured by a painstaking 
quality selection of a few samples which under- 
went extreme environmental and performance 
tests. For example, the recorder was tested 
through a temperature range of 0 C to 60 °C and 
underwent random vibration of 30G’srms from 
20-2000 cps. As a result 9 recorders were 
tested in order to yield 3 which could be con- 
sidered as flight hardware. The performance 
of the three units selected, however, remained 
consistent throughout tests and proved ade- 
quate for the intended mission. 

The Vanguard II was launched on 17 Feb- 
ruary 1959 and its tape recorder was the first 
endless-loop recorder designed to be flown in 
an earth orbiting meteorological satellite. Al- 
though the satellite was to be spin-stabilized it 
went into a tumbling mode; and the result was 
an extremely difficult data analysis task. How- 
ever, the highly successful operation of the 
system itself for its full two-week life sub- 
stantiated the design and test approach which 
had been taken, and was a significant step for- 
ward in the design of endless-loop tape re- 
corders for satellites. 

The Vanguard recorder was packaged as 
part of a cylindrical instrumentation package 
(Figure 2), consisting of batteries, the recorder, 
and an electronics deck. The entire package 
slipped into a cylindrical can which was part of 
the satellite structure. The recorder (Figure 2) 
contained 75 feet of lubricated tape, had a rec- 
ord speed of 0.3 in./sec., and a reproduce 



Figure 1 —Vanguard II satellite. 



Figure 2— Vanguard II magnetic tape recorder. 
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Because the booster used had a relatively 
low thrust it was necessary to minimize weight 
wherever possible in order to obtain the de- 
sired orbit. Magnesium was used extensively 
throughout the recorder. It weighed 1.5 pounds 
and was 3 inches high and 5.5 inches in diam- 
eter. In addition, the only power source was a 
non- rechargeable storage battery unit. There- 
fore to conserve power the recorder utilized 
two high efficiency low power dc motors with- 
out speed regulators. The record motor uti- 
lized .09 watts and the reproduce motor utilized 
2.0 watts of power. Flutter was about 6% P-P. 

This recorder was designed for minimum 
power consumption and weight rather than for 
accurate performance. 



speed of 15 in./sec. Because the recorder was not vibration isolated, the recorder was placed 
at the bottom of the instrumentation package and secured under a slight compressive force, to 
minimize amplification factors. Spring preloading of recorder bearings was used wherever 
possible. To avoid the detrimental effects of space vacuum on the recorder components the entire 
instrumentation package was pressurized and 
sealed. 


THE SCORE RECORDER 

A modified version of this recorder (Fig- 
ures 3 and 4) was flown in a communications 
satellite in December 1958, before' Vanguard 
was launched. This satellite was part of the 
Atlas-Score project and is believed to be the 
first known endless-loop tape recorder flown 
in an earth- orbiting satellite. The instrumen- 
tation package is shown in Figure 5. Although 
the Vanguard recorder was completed and 
qualified before the modified Score recorder, 
delays in the Vanguard launch schedule re- 
sulted in the Score satellite being launched 
first. This recorder proved highly successful 
during its lifetime. 


Figure 3— Courier tape recorder, top view. 



Figure 4— Courier tape recorder, side view. 
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THE TIROS RECORDER 


The Tiros (Television infra-red observa- 
tion satellite, Figure 6) program produced the 
2nd generation of endless- loop tape recorders 
for meteorological satellites (Reference 1). 
Such a recorder was included as part of the 
infra-red system in this spin- stabilized satel- 
lite series. For the Tiros program perform- 
ance requirements were more stringent and 
considerable design changes were necessary in 
the recorder. Orbit life of 6 months rather 
than two weeks was required; wow and flutter 
requirements were reduced to 2.5% P-P from 
6%, and 200 feet of 1/4 inch lubricated tape 
were needed, a substantial increase over the 
Vanguard requirement. In addition, it was 
necessary to have a record speed of 0.4 in. /sec., 
and a reproduce speed of 12 in. /sec. 

Experience gained in the test program of 
Vanguard II and the increased knowledge of 
rocket launch environments enabled a more 
thorough design analysis to be utilized. More 
design emphasis had to be applied to the pre- 
loading of ball bearings, to the use of polyester 
film belt drives (Reference 2), and to the 
precision fabrication of the recorder compo- 
nents, to obtain the required life and perform- 
ance and to survive the environmental condi- 
tions. Low power and weight requirements 
combined with accurate performance and high 
reliability demanded much greater precision 
fabrication techniques than those used for the 
Vanguard recorder. 


*9 Uta m 




Figure 5—Courier instrument package. 




The basic packaging technique for Tiros Figure 6— Tiros satel I ite. 

placed the tape recorder and the electronic 

components in a cylindrical pressurized can, (used successfully in Vanguard EE), shown in Fig- 
ure 7. These components were sealed under atmospheric pressure to prevent oil loss from 
bearings and prevent other detrimental effects on components and materials due to outgassing. 
The recorder was ’’hard- mounted” in the bottom of the instrumentation can under a slight 
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PRESSURIZED 

INSTRUMENTATION 

PACKAGE 


TAPE RECORDER 



Figure 7— Tiros instrumentation package and components. 


compressive force. The tape recorder (Fig- 
ures 8 and 9) was a two-speed recorder uti- 
lizing an endless-loop tape cartridge which 
stored the 200 feet of tape. 

The low power requirement imposed on 
this recorder resulted in a special motor 
development which produced a hysteresis 
synchronous motor with about 25% efficiency 
for the record mode. Because of higher power 
required for the playback mode a high effi- 
ciency dc motor was used with a speed control 
circuit. 



The record system employed a 2 phase 
137.5 cps, 14 vac hysteresis loop synchronous 
motor requiring less than .300 watts. The re- 
corder utilized a 5000 RPM playback motor 
requiring less than 1 watt running power. A 
transistorized dc speed control unit maintained 
better than 1% regulation of this motor. Speed 
reduction of the motors to the capstan drive 
were obtained through reduction pulleys in- 
corporating polyester film belts. Frictional 
drag from components not being used during 
certain operating cycles was minimized by 
using spring clutches. This prevented a power 
drain on the motors during the normal oper- 
ating cycles. 


Because it was desired that the record 

motor operate continuously, the use of spring 

n , clutches allowed the motor to be over-ridden 

Figure o— liros tape recorder. 

during the playback mode. Flutter and wow 
were maintained below 2.5% peak-to-peak 

from 0 to 1000 cps bandwidth. This exceptional performance is made possible by use of an ex- 
tremely accurate gyro-type capstan assembly. The capstan has a maximum runout of 50 micro- 
inches and the assembly utilized a duplex bearing and integral race technique. The bearings in 
this assembly were preloaded by a fixed center distance which required very accurate measuring 
and machining. 


Special precautions had to be taken in the duplex preloading arrangement to prevent damage i 
due to temperature extremes during environmental testing. Wherever thermal expansion due to 
differences in materials caused preloading inconsistencies it was necessary to use materials which h 
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for the 17 months. The Tiros II battery pack (not part of the IR package) had degenerated so that 
further interrogations of the satellite were no longer possible. 

In Tiros III, the electronic package was functioning perfectly at the time of its last interroga- 
tion 7 months after launch (July 12, 1961). The successful launch of Tiros IV with a new IR system 
resulted in the stopping of interrogations on Tiros in. 

In Tiros IV, the electronic package performed perfectly up to its latest interrogation on Sep- 
tember 24, 1962, more than 7 months after launch (February 8, 1962). The failure of a tape re- 
corder mechanism caused the data acquisition to be stopped at that time, however. 

While the recorders survived more than six months in an orbital environment, there is still a 
question of shelf life. Although only a single example, the IR package flown in Tiros IV was built 
at the same time as that for the Tiros II and survived on a shelf for more than a year before launch, 
plus seven months in orbit. 

THE NIMBUS RECORDER 



The successful performance of the recorders in the Tiros satellites influenced the decision to 
use this same design for the PCM telemetry system of the yet-to-be-launched Nimbus spacecraft* 
(Reference 3 and Figure 10). The Nimbus spacecraft is an earth-oriented 800 pound advanced 

meteorological satellite to be launched in a 
near-polar orbit by a Thor-Agena B rocket. 

It contains an active control system to main- 
tain the satellite orientation towards the earth, 
a solar cell array, and a doughnut-type sensory 
ring structure (Figure 11) to house modular 



Figure 10— Nimbus satellite. 


Figure 1 1 —Nimbus sensory ring. 


•Nimbus I (1964 52A) was successfully launched on 28 August 1964 from Vandenberg AFB, Calif. 
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instrumentation packages. The resultant tape recorder was limited in size to 8 inches by 6 inches 
by 6-1/2 inches. In addition a momentum compensation flywheel system was added to counteract 
momentum effects induced into the spacecraft as flywheel speeds varied in a change from record 
mode to playback mode and vice versa. 

Most design changes were of a routine nature and the primary effort was directed toward 
building recorders into rectangular packages. However, serious vibration problems arose when 
packaging the recorder and considerable effort was expended in designing an isolation system to 
solve the vibration problems without major redesign of the tape transport. 


When the design of the endless-loop re- 
corder (Figure 12) had been proven out, it was 
packaged into a box- structure and was appli- 
cable for the Nimbus PCM telemetry system 
and the Tiros IR system. This latest design on 
Tiros VII is considered the best IR system 
flown by the experimenters. It was flown on 
Tiros VII, launched on June 19, 1963, and is 
still operating after more than a year in orbit.* 

ADVANCED DEVELOPMENT 

As a result of the meteorological satellite 
programs, the technology in endless-loop re- 
corder design has increased significantly. Al- 
though flight experience has been limited to 
endless-loop recorders capable of up to 300 
feet of tape storage, a significant breakthrough 
has been made in the design and fabrication of 
large endless-loop recorders (Reference 4) 
capable of containing 1200 feet of 1/4 and 1/2 
inch wide tapes (Figures 13 to 15). 

Interplanetary capsules and large satel- 
lites, in which endless-loop recorders are re- 
quired, utilize large capacity endless-loop tape 
cartridges for data storage, and recorders 
with tape storage capacities of 300 feet are no 
longer entirely satisfactory. The new require- 
ment of 1200 feet of tape on an endless-loop 
cartridge means that a rigid set of design 



Figure 12— Nimbus tape recorder. 



Figure 1 3— Quarter-inch 1 200— ft. 
advanced tape recorder. 


*This tape recorder has been in continuous operation for 18 months as of December 19, 1964. 
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specifications must now be employed to assure Figure 15 “ H ° lf - ! "<; h 120 °- ft - advanced 

tape recorder, top view. 

long life and reliability. New design consid- 
erations, with respect to obtaining a function- 
ally operational recorder, are required to achieve the low flutter, low power consumption, long 
life and low weight limitations. As a recorders storage requirement is increased, many new 
design problems must be taken into consideration. 


Tape life is one design parameter that must be investigated. This includes deterioration of 
magnetic properties, abrasion loss of the lubricant, edge wear and the behavior of the mylar base 
material and oxide binder. Each one of these factors may be affected by temperature, tape velocity, 
mean pack diameter (which determines the slippage between outer and inner tape diameters), and 
recorder operational lifetime. Because of these problems, it is not just a simple matter of making 
a larger cartridge to accommodate the larger tape requirement. 

Another consideration is the selection of the proper motor. Again, this is not simply the 
utilization of existing motors in other tape recorders. Power requirements are different and 
motors must be matched to the recorder to prevent undesirable hunting which produces detrimental 
flutter and wow. 


The methods by which capstans are made (e.g., bearing preload techniques, machining toler- 
ances, material and assembly and mounting arrangements) determines to a great extent how per- 
formance (flutter and wow, skew, and amplitude variations) will be affected. 

The 1200-foot endless-loop tape recorder is a lightweight, low power, multi or single speed 
system. The overall external dimensions are 13-3/8 inches in diameter, 3-1/2 inches in depth, 
and weighs 10 pounds. 

A maximum mechanical power of 1.29 watts is required to drive the transport at 30 inches per 
second at 0°C. At a tape speed of 3-3/4 in./sec., only .083 watts of mechanical power are required 


10 



at 0°C to operate the transport. These values vary slightly for the 1/2 " wide tape and the type of 
tape used. Speed reductions are obtained by the use of accurately machined pulleys and seamless 
polyester film belts. Although the optimum motor has not been obtained as of this writing, wow 
and flutter measurements have been obtained at 1.14% P-P from 0-1000 cps bandwidth. 

Tape Cartridge 

The item which required the longest development time was the tape cartridge. At the time, 
the only cartridges in common usage had tape capacities from 200 to 300 feet. To attempt to 
design a cartridge for 1200 feet of tape, many design considerations had to be taken into account 
such as tape life, as defined earlier in the Introduction, transport operational life, performance 
requirements, and environmental testing. A design life of 9 months allowed approximately 3 
months of satellite ground testing and 6 months of operation in orbit. The life requirement and 
environmental testing was most severe on the tape. 

The tape cartridge had to be designed to allow 1200 feet of magnetic tape to function properly. 
Parameters such as power, flutter, signal to noise ratio, and operation at two speeds (record and 
playback) had to be considered in addition to the life requirement. The 9 months of continuous 
operation necessitated that the cartridge design must impose minimum wear on the tape. 

The first approach to cartridge design was to obtain an optimum mean diameter of the cartridge 
with minimum pack thickness. It is important to have a narrow pack thickness to minimize tape 
wear induced by the angular velocity difference between inner and outer tape layers. In addition, 
the mean tape diameter should be within reasonable limits to prevent an excessively heavy and 
large recorder design. From a curve of mean tape pack diameter versus pack thickness for various 
lengths of tape an optimum mean diameter of 8 inches was chosen for a pack thickness of 0.8 
inches for 1200 feet of tape. 

After the basic size of the cartridge was determined, there were two possibilities for a design. 
One was to expand the Tiros type into a larger size. As a result of conducting some preliminary 
tests, it was found that flutter was appreciably reduced when the tape was supported on rollers 
during operation. Thus the second design consisted of utilizing rollers to support the tape in the 
cartridge. 

A large Tiros type cartridge (Figure 16) was built and tested extensively. Although the car- 
tridge appeared to function well, there were severe tape pulsations which increased in magnitude 
with tape speed, and eliminated this cartridge from further consideration. The pulsations resulted 
from excessive tape friction between layers, and between the tape edges and reel flange. This 
caused accelerated tape wear and would have been detrimental to overall recorder reliability. 
Because of the magnitude of the pulsations, filtering could not be easily accomplished with simple 
devices, and the result would have been large periodic flutter and wow disturbances. 

At this point, the roller- reel tape cartridge (Figure 17) was put into the testing phase. The 
main development problem concerned the tape support rollers. The original rollers were straight 
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7. 17CTDIA * 

p~0.4998"DIA. 

0 _ * I | — ™ cylinders. During testing, it was observed that 

1 upon acceleration the tape would form a loop on 

c . i , x ii onn r, , • the return side which would not pull in and which 

Figure 16— Tape reel, 1200-ft., top view r 

and cross-section. remained at a constant length. This situation 

resulted because there was no friction between 
the outer layers of tape and the tape rollers as 

existed between the outer layers of tape and the flange of the larger Tiros reel. With the Tiros 
type cartridge, the flange which supports the tape has higher linear velocities at every point than 
the tape itself; therefore, there is a constant frictional force pulling the tape into the cartridge on 
the return side. This effect is absent with the rollers. To correct this situation, a series of tests 
were conducted which resulted in two cylindrical steps being added to the straight roller section. 

It was found that the RPM of the rollers was determined at the smallest diameter which provides 


a higher circumferential velocity at the two larger steps. The resultant relative velocity between 
the roller and tape edge was sufficient to prevent the tape from forming and maintaining a loop on 
the return side of the cartridge. 

With this problem solved, the cartridge functioned well and it was decided that further devel- 
opment would be centered around this cartridge modification. 

The cartridge consists of a tape reel, 12 tape support rollers, a roller mounting ring, a tape 
guide plate, a tapered guide, cover plate rollers, and 1200 feet of lubricated mylar base magnetic tape. 

Tape Life 

Although the problem of obtaining a functionally operating endless-loop tape cartridge for 
1200 feet of tape was solved, there still were difficulties with the magnetic tape itself. The tape 
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which was used for smaller endless-loop cartridges on the Tiros and Nimbus recorders was not 
satisfactory for use on the larger cartridge, since the more rigorous tests of this program re- 
vealed deficiencies in the mechanical stability of the tape during temperature testing. There were 
two primary temperature problems, (a) the oxide binder became soft at 70°C, and (b) the tape had 
a very high shrinkage rate. 

Temperature tests were run on the 1200-foot endless-loop cartridge using type LR 1220 tape 
at a speed of 30 inches per second and at temperatures of 0°C, 25°C, and 60°C. At 0°C, the trans- 
port operated if the recorder was first placed in a plastic bag, flushed with dry air, and sealed 
before being brought down to temperature. This was necessary to prevent the cartridge from 
jamming. This occurrence is attributed to the possibility of ice condensing on the transport and 
tape. 

At 25 °C the cartridge performed satisfactorily. However, at 60°C, problems arose when the 
tape exhibited properties of excessive interlayer friction. This friction caused the cartridge to 
tighten up and eventually to jam. A series of tests were conducted to determine whether the oxide, 
the lubricant, or both were causing the trouble. At about 70°C, it was noted that the sliding friction of 
oxide against oxide increased; but that the sliding friction of lubricant against lubricant remained 
constant. At 100°C, the same effect was noted. This fact was brought to the attention of the tape 
manufacturer. The manufacturer conducted his own tests and found that the oxide binder was 
stable only up to about 80 °C. 

Although the recorder temperature test is run at 60 °C, it is possible that the tape angular 
velocity difference in the inner layers causes a localized heating effect which raises the tape 
surface temperature above 70-80°C. 

As a result of these tests, the manufacturer provided new samples of tape (LR 1259 and 8943), 
which were considered identical in magnetic and lubrication properties to the LR 1220 but with a 
higher temperature binder on the oxide side. The LR 1259 was tested at 60 °C for a considerable 
length of time, and the results showed that the new binder was the solution to this problem. 

However, at this point the second problem arose. When using the LR 1220 tape, the cartridge 
never operated long enough at the high temperature to observe other characteristics. 

As the LR 1259 continued to run at 60°C, it was observed that the tape pack was gradually 
tightening up. Finally, the point was reached where the pack became so tight that the cartridge 
jammed. This tightening process was attributed to the shrinkage of mylar at high temperatures. 
Although this characteristic of mylar is well known, the exact rates of shrinkage were, not as well 
known for various temperatures. Tests were run on LR 1220, LR 1259, 8943, and a tensilized 
tape sample to determine their shinkage rates. 

The longitudinal shrinkage for LR 1259 tape at 60°C is 0.13%; however, if localized heating 
raises the temperature to 80 °C, the shrinkage becomes 0,34%. For 1200 feet of tape, 0.34% lon- 
gitudinal shrinkage reduces tape length by 49 inches, thus increasing tape tension excessively. 
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The longitudinal shrinkage for LR 1220 tape at 60°C is 0.075% and at 80°C it becomes 0.19%. 
For 1200 feet of tape, 0.19% longitudinal shrinkage causes the tape to lose 27.4 inches (about one- 
half that of LR 1259). The 8943 tape had a longitudinal shrinkage of 0.13% and base mylar (.001" 
thick) had a longitudinal shrinkage of .284%. 

Because these results showed large amounts of shrinkage as well as a variation with tape type, 
it was decided to preshrink the LR 1259 tape at 100°C for one hour and then repeat the test in the 
cartridge at 60°C. When this was done, the tape ran continuously at 60°C without any indication of 
tightening or jamming. During life testing, however, a wear problem became apparent with the 
lubricant. Again the manufacturer studied the problem and supplied NASA with a new sample 
which passed the required 9 month accelerated life test. There were not enough samples to deter- 
mine the recording characteristics although it was specified that the oxide should have the same 
magnetic properties as the tape it replaced. This new tape has a designation of LR 1353. 

Environmental Testing 

Performance measurements were taken at room temperature with the 1/4" and 1/2" 1200-foot 
preprototype recorders and are shown in Table 1. 

This transport has survived operation at 0°C and 60°C. However, during vibration testing, a 
problem of tape spew and tightening arose. This problem was solved by snubbing the tape, against 
its edges, so that the layers of tape could not move during vibrations. In addition the recorder was 
mounted on vibration isolators. 

Of equal importance in the design is an ability to hold up under environmental testing. A 1200- 
foot endless-loop recorder is much more sensitive to temperature and vibration testing than a 
small unit. The large loop tends to act very erratically under random and sinusoidal vibration 
tests if left in a free condition in a cartridge. 


Table 1 

Performance Measurements. 



1/4" Preprototype 

1/2" Preprototype 

Length of tape (feet) 

1200 

1200 

1200 

Temperature (°C) 

25 

25 

25 

Record Speed (in. /sec.) 

3-3/4 

30 

30 

Reproduce Speed (in. /sec.) 

30 

30 

30 

Flutter (% P-P) 0-1000 cps 

1.14 

.64 

.7 

Mechanical Power to Drive 

.0717 record 

.897 

.88 

Entire System (watts) 

.897 reproduce 



Signal to Noise Ratio (db) 

40 

- 

26.6 

Tape Type 

LR 1220 

LR 1220 

LR 1353 
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Table 2 


Performance Characteristics of Various 
Meteorological Satellite Endless-Loop Tape Recorders at 25°C. 


Satellite 

Vanguard II 

Tiros 

Nimbus 

Advanced Recorder 

Weight (lbs) 

1.5 

4.0 

8 

10 

Size (in. dia.) 

5.5 

6.0 

8x6 

13.375 

Height (in.) 

3 

2.3 

6.5 

3.5 

Tape Speed (in./sec.) 
Record 

0.3 

0.4 

0.4 

33 

Reproduce 

15 

12 

12 

33 

Power Req. (watts) 
Record 

0.09 

0.3 

1.0 

0.88 (Mech.) 

Reproduce 

1.0 

1.0 

4.0 

0.88 (Mech.) 

Percent Flutter (P-P)* 

6 

2.5 

2.5 

0.7 

Analog or Digital Data 

A 

A 

A & D 

A 

Amplitude Modulation 
(Percent P-P) 



7 

7 

1 4.0 

Data Packing Density 
(bits/in.) 





250 



Tape Length (feet) 

75 

200 

200 

1200 

Maximum Life 

2 weeks 

17 mos. 

13 mos. 

— 


*0-1000 cps 


CONCLUSION 

The 1/2” 1200-foot tape recorder has shown the greatest promise for solving large data stor- 
age needs. On the basis of performance tests, this recorder was recently selected for testing the 
recording and reproduction of television pictures utilizing the Nimbus meteorological satellite 
camera system. Having passed this test successfully, this tape recorder will figure in plans for 
large endless-loop recorders in future meteorological satellite programs. 


(Manuscript received June 25, 1964) 
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